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Message Text 


UNCLASSIFIED 

PAGE 01 ROME 12044 261 835Z 
56 

ACTION OES-06 

INFO OCT-01 EUR- 1 2 ISO-OO EPA-04 SSO-OO NSCE-00 USIE-00 

INRE-00 AID-05 CEQ-01 CIAE-00 ERDA-07 COME-OO DODE-OO 

EB-07 INR-07 IO-13 L-03 NSF-02 NSC-05 NSAE-00 PM-04 

SS-15 SP-02 INT-05 FEA-01 HEW-06 DHA-02 /108 W 

021043 

O261750Z JUL 76 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC IMMEDIATE 9064 
INFO AMCONSUL MILAN 

UNCLAS ROME 12044 

E.O. 11652: N/A 
TAGS: SENVITUS 

SUB J : EXPLOSION OF LETHAL GAS IN LOMBARDY 

REF: (A) ROME 11892; (B) ROME 1 1963; (C) ROME 11966; 

(D) STATE 182710 (E) STATE 183388 

DEPT FOR OES/SCI MR . SPTF.T .MAN 

1 . EMBASSY WOULD APPRECIATE INFORMATION REQUESTED IN ROME 1 1963 
AS WELL AS INFORMATION CONCERNING THE EFFECTS OF TCDD ON 
HUMAN HEALTH IN SHORT AND LONG TERM PERIOD AND SUITABLE THERAPIES 
FOR THOSEEFFECTED BY THE LETHAL GASES. 

2. IMMEDIATE AREA HAS BEEN EVACUATED. 

3. IT HAS BEEN REPORTED THAT A MILITARY GROUP STATIONED IN MARYLAND 
IN COOPERATION WITH THE DOW CHEMICAL C9. CAN PROVIDE EXPERT 
ASSISTANCE. 

4. DECONTAMINATION MEASURES HAVE BEEN LIMITED TO WATERING OF 
HIGHLY CONTAMINATED AREAS BECAUSE THERE HAS BEEN A REPORT 

THAT TRISODIUM PHOSPHATE OR SURFACTANTS ARE IN THEMSELVE POISONOUS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ROME 12044 261 835Z 

AND PROPER WASHDOWN SHOULD BE WITH BAKING SODA. 
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5. COMMNETS ON 3 AND 4 ARE NEEDED. VOLPE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: REPORTS, EMERGENCY EVACUATION, MEDICAL CARE, EXPLOSIONS, CHEMICALS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 26 JUL 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ROME12044 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760287-0174 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760721 /aaaaasmh.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 76 ROME 11892, 76 ROME 11963, 76 ROME 11966 

Review Action: RELEASED, APPROVED 

Review Authority: ElyME 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 JUN 2004 by chengls>; APPROVED <10 NOV 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EXPLOSION OF LETHAL GAS IN LOMBARDY 
TAGS: SENV, IT, US 
To: STATE 
Type: TE 
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